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Message Text 

CONFIDENTIAL 

PAGE 01 VIENNA 03787 291543Z 
40 

ACTION OC-06 

INFO OCT-01 CCO-OO ISO-OO /007 W 

100142 

O P 291424Z APR 74 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC IMMEDIATE 2592 
INFO AMEMBASSY BONN 

CONFIDENTIAL VIENNA 3787 

SECSTATE FOR OC/PE AND OC/S FROM HARTMAN, BONN FOR RCO 

E.O. 11652: XGDS 
TAGS: ACOM 

SUBJECT: MBFR ENCLOSURE INSTALLATION 
REF: STATE 084949 

1. FOLLOWING INFORMATION PERTAINS TO ALL FOUR EVEN-FLOW CIRCULATOR 
MOTORS, MODEL 240-17. 

5K35KG 408 

HP ONE THIRD FR 56 

RPM 1425 PH3 

INSUL CLASS - A 149522 

AMB 40C 

SFA 1.9/1. 1 SF 1.35 

V 220/380 CODE L 

A 1. 7/1.0 HZ 50 

TIME RATING - CONT. 

SER NO. - EJD 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 VIENNA 03787 291543Z 

2. CHILLER INFORMATION: 
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MODEL CC 5 TON 74B405-6 

REFRIGERANT 22 PH 3 

V 380 HZ50 

REF. CHARGE 12-1/2 

STORAGE TANK CAP. 24HUMES 

CONFIDENTIAL 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974VIENNA03787 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: X3 

Errors: N/A 

Film Number: D740101-0638 
From: VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974044/aaaaadki.tel 

Line Count: 69 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: STATE 084949 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 MAR 2002 by collinp0>; APPROVED <07 MAY 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MBFR ENCLOSURE INSTALLATION 
TAGS: ACOM, ASEC, MBFR 
To: STATE 
Type: TE 
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